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SUBJECT: US-USSR ENERGY AGREEMENT: SYSTEM 

PLANNING (08.0206) 

REF: STATE 177357 

1 . EMBASSY JULY 21 RECEIVED LETTER DATED JULY 19 
FROM V. A. SEMENOV, DEPUTY CHIEF ENGINEER, CENTRAL 
DISPATCHING DIRECTORATE, UNIFIED ELECTRIC POWER 
SYSTEM, MINISTRY OF POWER AND ELECTRIFICATION, TO 
C. E. WINN, MANAGER OF POWER ENGINEERING, TVA, 
TRANSMITTING REPORTS FOR THE OCTOBER 1978 SOVIET 
DELEGATION VISIT TO THE US. INFORMAL EMBASSY 
TRANSLATION FOLLOWS PARA 2. ORIGINAL INCLUDING 
REPORTS POUCHED DOE FOR GOLDMAN REGISTRY NO. 
2404863. 

2. DEAR MR. WINN: 

IN CORRESPONDENCE WITH OUR UNDERSTANDING I AM 
SENDING YOU SEVEN REPORTS OF SOVIET SPECIALISTS 
PREPARED FOR THE UPCOMING SYMPOSIUM WITHIN THE 
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FRAMEWORK OF TWO SEMINARS: PLANNING OF POWER 
SYSTEMS DEVELOPMENT AND DISPATCHING CONTROL. IN 
RESPONSE TO YOUR LETTER OF 7 JULY, I AM INFORMING 
YOU THAT THE SOVIET DELEGATION IS PAREPARED TO 
VISIT THE US IN THE PERIOD 8 TO 17 OCTOBER, 

ARRIVING IN NEW YORK 8 OCTOBER AND DEPARTING 
FROM WASHINGTON 17 OCTOBER. VERY BEST WISHES. 
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SINCERELY YOURS, V. A. SEMENOV. 

LIST OF REPORTS 

1 . COUNTER- ACCIDENT AUTOMATION OF THE UNIFIED 
ELECTRIC POWER SYSTEM OF THE USSR. 

2. CENTRALIZED COUNTER-ACCIDENT AUTOMATION 
OF THE 500 KV NETWORK OF URAL UNIFIED 
ELECTRIC POWER SYSTEM. 

3. ACCIDENT CONTROL BY MEANS OF THE POWER OF 
STEAM TURBINES FOR GUARANTEEING THE 
STABILITY OF PARALLEL WORK IN 

ELECTRIC POWER SYSTEMS. 

4. PREVENTION OF THE CASCADING DEVELOPMENT 
OF ACCIDENTS IN ELECTRIC POWER SYSTEMS. 

5. CRITERIA, MEASURES AND METHODS, UNDER- 
TAKEN IN PLANNING HIGH CAPACITY UNIFIED 
ELECTRIC POWER SYSTEMS, FOR THE PREVENTION 
OF CASCADE ACCIDENTS. 

6. CRITERIA AND METHODS, UNDERTAKEN IN 
PLANNING, FOR DEFINING AND EVALUATING THE 
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CAPABILITY OF HIGH CAPACITY UNIFIED 
ELECTRIC POWER SYSTEMS TO RESIST 
CASCADE ACCIDENTS. 

7. METHODOLOGICAL ASPECTS OF DEFINING 
INDICATORS OF RELIABILITY FOR OPERATING 
ELECTRICAL ENERGY SYSTEMS. TOON 
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